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MEMORANDUM FOR: 
FROM*. 

SUBJECT: 


Director of Logistic# 

Bruce 7. J xuison 
Director of Lata i’rocassing 

Facility far the Intelligence Community 
RECON System 


REFERENCE; Memorandum z.o D/OL from J/ODP and D/OS, Subject; 

Facilities for the Ccnuau a i t y -w id e Computer" 
assisted Carapartaentation Control System (40 


1. Action Requested . requirement for 3,000 square feet 
of floor space to house v he facilities for the Intelligence 
Community RECON System has aeon identified. Your assistance in 
locating space that meets tae requirements listed below is 
requested. 

2. Background : The A ) ; :>uix3oajmi tt©o of the Intelligence 
Information Handling Commit tec (IHC) of NFIB has approved a 
Working Group recommendation on the establishment of an 
Intelligence Community IISCON system utilising the COINS network 
as the communications interface to the Community. Tiie IHC 

is expected to endorse the action. Coiamunity RECON will be 
a centralized bibliographic system for the entire Intelligence 
Community. Funding and positions for the system are expected 
to be provided by the Resource Management Staff in the FY 1982 
Program. 

The Community RECON system will require a mainframe 
Computer with character is ti z • similar to those of an IBM 
370/158 and a COINS front ~e in processor, our estimate of 
3,000 square feet of compac or grade floor space is based 
on the following ; 

a. 800 square feet for the central processing unit. 

b. 500 square feet for the COINS interface processor 

and related peripherals and communications facilities. 

e. 1,700 square feet for tape and disk peripherals, tape 
library, and inunt/«mtput processing facilities. 
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provided for the 4C CSC Con 
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Community requirements,, in 
beneficial occupancy of the 


me referenced memoranda®) . Col-* 
a; the RECQ3 System in a p, 000 
jrriit considerable economies to be 
tilitiea, personnel and operating 
srefore, that contiguous space be 
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Johnson 


Bruce T. Johnson 


cc t DD/P/QDP 


C/AS/ODP 

O/Coaptroller 


Distribution: 

Original - Addressee 

1 - DD/ODP 

2 - O/D/ODP 

2 - ODP Registry 

O/D/Q PP j~ l » /ea J A 


(25 April 19S0) 
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